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MEMORANDUM FOR : Deputy Director for Science and T. chnelogy 


SUBJECT 


Se<jUii«neB|« for the DEL Quality EDINT 
Program 


REFERENCE 


1 ^ mr memorandum dated 3 November if 64, 
I I039S-64, Same Subject 
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U Ac internal DD Ski Committee was formed to establish a 
set of retirements and priorities for the DEC Quality EDI N'T Program 
during 1 Y 65-66 in accor dan ce with the referenced mem orarsdam . 
kcufibcrr of this Committee were: 
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2. The attached chart presents the agreed upon priorities for 
the consolidated retirements established by the Committee. The rela- 
tionship of the measurements previously completed by SMS to these 
requirements is indicated by various symbols used in the chart. Current 
* 1 65-66 plans are also indicated. Xi is anticipated that £M5 program# 
will be guided by the findings of the Committee. It is further recognised 
that the changing situation will from time to time require a revision vf 
the priorities or the practicality y f attacking one or other of the listed 
item® and also that new items may come to light for consideration. 
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